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Want to read more? 
All back issues of Millwork are available on our website. 


The Mission of Hanford Mills Museum is to inspire 
Sanded ieasert by New Var audiences of all ages to explore connections among energy, 
State Council on the Arts 
with the support of Governor 
Andrew Cuomo and_ the 
New York State Legislature. 


technology, natural resources and entrepreneurship in rural 
communities with a focus on sustainable choices. 
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2015 SPECIAL EVENTS 


February 7 
Ice Harvest Festival 


May 2 
Volunteer Clean-Up 
Day 


May 15 
Opening Day 


May 30 
Community 
Celebration 


July 4 
Independence Day 
Celebration 


September 12 
Antique Engine 
Jamboree 


October 3 
Woodsmen’s 
Festival 


October 15 
Closing Day 
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Note from the Executive Director 


The 2014 season included our first annual Community Celebration, a new event 
that celebrates our local communities and the people and organizations that make 
them so vital. We also continued our traditional festivals, including Independence 
Day Celebration, Woodsmen’s Festival and our Antique Engine Jamboree. General 
attendance at the Museum was also up fifteen percent from the previous year. 


The Museum moved forward with transforming the former admissions and shop 
building this summer. It was rotated 90 degrees and placed on a new pier foundation. 
The building, currently called the Power House, is now positioned for solar panels to 
be placed on the south facing side of the roof. Museum staff will be working in 2015 
to develop exhibit panels and hands-on activities for the space. Stay tuned for more 
updates as we make further progress on this project! 


The Lumber Drying Shed also underwent a foundation overhaul this summer as part 
of a stabilization project. In addition to replacing some compromised sills, Woodford 
Brothers poured a concrete floor and apron for the garage bay. 


Even though the Museum's site is closed for the season, the staff is not slowing down. 
We have already worked with over 800 students this summer and fall with the Creating 
Rural Opportunities Partnership (CROP) program and will continue to provide 
programming to ten schools with CROP programs. 


Staff, trustees and other stakeholders recently participated in a strategic thinking 
meeting to help us to develop our Strategic Plan for 2015-2017 and map out the 
Museum's priorities for the next three years. The Museum will also use the feedback 
from our participation in the Conservation Assessment Program, including technical 
assistance that has helped us to determine how to better care for our buildings and 
objects. 
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Our interpretive staff welcomed a 15% increase in visitors this year. 
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Hanford Mills kicked off the 
2014 season with our first annual 
Community Celebration. We were 
joined by the Delaware County 
Historical Association, Meredith 


Historical Society, The Farmers featured antique tractors, engines, 
Museum, Greater Oneonta Historical model boats, and the Franklin 


Society, and a great group of Doodlebug Club. 
craftspeople. 


We had a great boost in our 
Antique Engine Jamboree exhibitor 
attendance thanks in part to Tired 
lron of Butternut Valley. The day 


Despite a relatively chilly day for July, visitors to our Independence Day 

Celebration joined us for annual favorites like the kids’ fishing derby, tug-of- 

war and sack races, and of course our samples of ice cream made with a churn Paes 

powered by our steam plant. _ -_ ie» J : Our | Woodsmen’s Festival 
* | featured demonstrations by the 

SUNY Cobleskill Woodsmen’s 

Team, coopering by Robert 

Allers, turning demonstrations 

by Carl Stoner, and the 

The museum had many visitors gal GE gh a). ae ee ae, See ¥ ~~ woodworking machinery in the 

over the season, including 140 }amis i) Me i, ‘ ae pia . S = Mill. 

visitors from the H.H. Franklin & ; 
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Hanford Mills has closed for the season, but we'll open up again on 
February 7 for our Ice Harvest Festival and reopen for the 2015 season on May 15! 


